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no: File Wr. 11606 
O TO: Firewel - 0-0 Page 1 of 1 Pages 
<% 7 Bes 3 
oO THROUGH: == Production List Nr. 61-10 to Contract Wr. HF-CI-692 
LL { 
= tem: ‘farts ng ee ee ee ee 
é Nr. Hz. Nouenclature Pack Qty Cost Remarks 
— le ~~ 2568-1 ; : Diaphrager = RA 15 - This is confirming paper- 
Le 2. F2570-1 , Diaphragm EA 15 direct to representatives 
eS ens eS stationed at using activity 
3. F901B=2 Seat EA 15 IAW Firewel letter, dated 17 
April 1961. 
4, F9018-1 Seat | BA 15 : 
5. _ FUTLNO-1 Valve Assy EA 15 eos 
6. : #:7143-1 Valve Assy. EFA 15 . toe a 
JT ' FOOL Spring FA 15 
& = FLT7151-3— Demand Vaive mw 15 
( 9. PL72151~5 Demand Valve EA 15 
APPROVED: 25 April 1961 
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